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NATIONAL INTELLIGENCE REORGANIZATION 


AND REFORM ACT OF 1978 


Thursday, August 3, 1978 


United States Senate, 


Select Committee on Intelligence, 


Washington, D. C. 

The Committee met, pursuant to notice, at 10:06 o'clock 
a.m., in Room 1318, Dirksen Senate Office Building, the 
Honorable Barry Goldwater (Vice Chairman of the Committee) 
presiding. 

Present: Senators Goldwater (presiding), Huddleston, 

Chafee and Wallop. 

Also present: William G. Miller, Staff Director; Earl 
Eisenhower, Minority Staff Director; Audrey Hatry, Clerk of 
the Committee; and Patrick Norton, Keith Raff el, Catherine 

V-5, 

Essoyan, Spencer Davis, Sam Bouchard, Jean Evans, Tom Crowley, 
John Elliff, William Quinn, Angelo Codevilla, Michael Gelacak, 
David Shaw and Ken DeGraf fenreid , Professional Staff Members. 


Senator Goldwater. The Committee will come to order. 

I want to explain that Senator Bayh, the Chairman, has 
another commitment that he is responsible for. He is very sorr 
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